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USDOC ALSP PASS OMEARA, OFFICE OF SALINE WATERS, DEPT INTERIOR 

EO 1 1652: (DECON UPON RECEIPT) 

TAGS: BEXP.TC, US 

SUB J : FLOATING DESALINATION PLANT FOR ABU DHABI 
REFS: A. ABU DHABI 0327 B. STATE 59307 

1. POST APPRECIATES USDOC'S FAST ACTION AND RESPONSE. INFO 
IN REF B PASSED TO ASSSISTANT DG (TECHNICAL) ABU DHABI WATER 
AND ELECTRICITY DEPARTMENT WHO IS MOST INTERESTED IN AQUA- 
CHEM'S UNIT. HE STATED THAT MOST IMPORTANT CONSIDERATION 
FOR ABU DHABI WAS EARLY DELIVERY, AND THAT IF AQUA CHEM 
COULD DELIVER THE APPROPRIATE UNIT BEFORE END 1974, HE 
COULD FORSEE NO DIFFICULTY ARISING BECAUSE OF THE FIRM'S 
BEING BLACKLISTED. 

2. ACTION REQUESTED: PLEASE ASK AQUA-CHEM TO GIVE 

DELIVERY TIME ESTIMATES ASAP. IF THESE ARE SATISFACTORY, ABU DHABI 
GOVERNMENT WILL BE WILLING TO MAKE DIRECT DEAL, AND WILL 
ALMOST CERTAINLY IGNORE (AS IT HAS IN THE PAST) THE STRICTURES 
OF THE BOYCOTT LIST. 
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